Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 STATE 071751 

50 

ORIGIN ERDA-07 

INFO OCT-01 EA-06 ISO-OO OES-03 SSO-OO INRE-00 NSCE-00 

PM-03 FEA-01 DODE-OO ACDA-05 CIAE-00 INR-07 10-10 

L-02 NSAE-00 NSC-05 EB-07 NRC-05 /062 R 

66602 

DRAFTED BY: ERDA:MR. MOORE 
APPROVED BY: EA/VN:RH WENZEL 

039417 

O 301543Z MAR 75 

FM SECSTATE WASHDC 

TO AMEMBASSY SAIGON IMMEDIATE 

CONFIDENTIAL STATE 071751 

E.O. 11652: GDS 

TAGS: MNUC 

SUBJECT: REMOVAL OF REACTOR FUEL 

1. REQUEST FOLLOWING INSTRUCTIONS TO BE FURNISHED US ERDA 
TECHNICANS HORGAN AND HENDERICKSON. A) PROVIDE 
FOLLOWING INFORMATION RE SHIPMENT FROM DALAT RESEARCH 
REACTOR; 1. MAXIMUM DOSE RATE AT SURFACE OF CASKS. 

2. ESTIMATE TOTAL FISION PRODUCT CONTENT FOR ENTIRE FULL 
INVENTORY. 3. ESTIMATE FUEL BURN UP IN KILOWATT HOURS. 

B) CASKS LIFTING RING AND FUEL HANDLING TOOL TO REMAIN 
WITH CASKS AT JOHNSON ISLAND. C) RETURN LOCALLY BORROWED 
EQUIPMENT TO LENDER AT STOPS ON RETURN FLIGHT. RETURN 
WITH REMAINDER OF EQUIPMENT IN YOUR POSSESSION TO 
CONTINENTAL U.S. D) AT JOHNSON ISLAND DETERMINE LOCAL 
CAPABILITY TO ASSIST IN TRANSFER OF FUEL FROM CASKS TO 
SHIPPING CONTAINERS TO BE FURNISHED BY ERDA. E) HORGAN 
AND HENDERICKSON SHOULD REVIEW STORAGE PLANS AND ADVISE 
COMMANDER JOHNSON ISLAND ON ADEQUACY FOR PROTECTION FOR 
PERSONNEL AND PROPERTY. KISSINGER 
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